AMENDMENT NO. 2 JULY 2016 
TO 
IS 13885 : 2001 NON-MAGNETIC/CHAR IN SPONGE 
IRON(DRI) — METHODS OF DETERMINATION 


(First Revision) 


(Page 1, clause 4.3, line 3) — Substitute the following for the existing: 


Y+Y1 
Z+Zy 


x 100' 


‘Total percentage of non-magnetics,1+2 = 


(MTD 30) es ee ee 
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